V .. ^ 

Nelson, Bettie L 


From: 

Arnold, Amy 

Sent; 

Tuesday, July 02, 2002 5:14 PM 

To; 

Nelson, Bettie L; Copple, Carol B. 

Cc: 

Osborne, Kevin (PMMC Legal); Nelson. Christopher ( PMMC}; Roethig, Hans; Griffin, William 


T.; Davies, Bonnie J. 

Subject: 

RE: LINCOLN SITE 


Bettie: 

It is my understanding that the subject mentioned in the Contract Research Organization e-mail (Subject 
17 (PJC)) turned in her old Accord device and cigarettes and was not given a new device. She will, 
however, remain in the study although she will not have an Accord. 

I would appreciate it if you would confirm my understanding. Thanks for your help. 

Amy 


—Original Message— 

From: Nelson, Bettie L 

Sent: Monday, July 01, 2002 5:13 PM 

To: Arnold, Amy; Copple, Carol B. 

Cc: Osborne, Kevin (PMMC Legal); Nelson, Christopher ( PMMC); Roethig, Hans 

Subject: FW: LINCOLN SITE 

FYi 

—Original 

From: 

Sent: 

To: 

Cc: 

Subject: 

Bonnie, 

I’d like to clarify the email (see below) that I sent to you on Friday. The excerpt was taken from an email sent by our 
Contract Research Organization in Phoenix. The email is about a subject in the long-term Accord study and is for your 
information only. 

Please let me know if you have questions. 

S'at <K$ait(4, 

SettCc 


Message— 

Nelson, Bettie L 

Monday, July 01, 2002 9:04 AM 
Davies, Bonnie J. 

Griffin, William T. 

RE: LINCOLN SITE 


-Original Message- 

From: Nelson, Bettie L 

Sent: Friday, June 28, 2002 2:56 PM 

To: Davies, Bonnie J. 

Cc: Griffin, William T. 

Subject: LINCOLN SITE 

Bonnie, 

Attached is a portion of an email from MDS regarding the subject with the break-out. Please let me know where 
the materials should be sent. 


i 


PM3006377819 


Source: https://www.industrydocuments.ucsf.edu/docs/kskj0001 







Subject 17 (PJC) has experienced small, red, raised bumps that began on the 
trunk of her body and are spreading to her neck, arms, legs, and head. She 

was 

seen by Dr. Kisicki, who decided that there was a possibility that the rash is 
related to the device. He instructed her to take 25 mg of Benedryl every 6 
hours. Per your decision, this subject will remain on study, but will be 

given 

a completely new device and cigarettes. Her old device and unused cigarettes 
will be returned to Doug Burton at Phillip Morris for analysis. I have spoken 
with the subject, and she is very willing to do this at check-in tonight. She 
has been instructed to call MDS should any more problems arise. 

With best regards, 

fcc-ttie- 

Senior Research Scientist 

Clinical Evaluation/WSA 

PM/USA 

P.0. Box 26603 

Richmond, VA 23261 

Tel: (804) 274-1502 

Cell: (804) 334-5923 

Fax (804) 274-3982 

e-mail: Bettie.L.Neison@pmusa.com 
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PM3006377820 


Source: https://www.industrydocuments.ucsf.edu/docs/kskj0001 



